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ACTION AEC- 11 

INFO OCT-01 10-14 ISO-OO SCI-06 DRC-01 RSC-01 /034 W 

125012 

R 311330Z OCT 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3594 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 8990 

E. O. 11652: N/A 

TAGS: AORG, OCON, ENRG, IAEA, TECH, ECAFE, TH, XE 

SUBJECT: IAEA/EC AFE REGIONAL SURVEY AND BRIEFING COURSE ON 

TECHNICAL AND ECONOMIC ASPECTS OF NUCLEAR POWER, BANGKOK, 
THAILAND. DEC 3-18, 1973 

REF: (A) STATE 211815; (B) STATE 206882 

1. AGENCY PREPARING MEMORANDUM OF UNDERSTANDING FOR LANE'S 
ASSIGNMENT TO CARACAS AND BANGKOK. AGENCY NOTES ALSO THAT IT 
HAS ALREADY PURCHASED TICKETS FOR LANE'S TRIP, SO THAT 

THIS WILL NOT RPT NOT HAVE TO BE DONE BY ORNL. AGENCY WILL 
INCLUDE COST, HOWEVER, IN ITS BILL TO AEC FOR REIMBURSEMENT 
FOLLOWING RECEIPT OF INVOICE FROM ORNL FOR OTHER COSTS, 

E.G., SALARY AND PER DIEM. 

2. AGENCY HAS BEEN COUNTING ON U.S. TO PROVIDE LECTURER 

TO COVER SITING AND SAFETY MATTERS PLUS LWR OPERATING EXPERIENCE, 
AND BELIEVES THESE ARE AMONG KEY LECTURERS IN COURSE. POLLIART 
AND SKJOELDEBRAND HAVE APEALED TO US TO URGE THAT AEC RECONSIDER 
MATTER AND ENDEAVER TO MAKE AVAILABLE SUITABLE EXPERT FOR 
THIS PURPOSE. SKJOELDEBRAND NOTED THAT SUCH PEOPLE LIKE ED CASE, 
DON SKOVHOLT, OR R. SCHEMEL WOULD BE MOST APPROPRIATE. AGENCY 
ALSO SUGGESTED THAT PERHAPS APPROPRIATE EXPERT COULD BE LOCATED 
IN FICISIONS ON OPERATIONAL SIDE OF AEC, SUCH AS IN HERB KOUTS' 
DIVISION. 

3. AGENCY HAS NO RPT NO OTHER PERSONLINED UP OR IN MIND 
UNCLASSIFIED 

UNCLASSIFIED 
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FOR THESE LECTURES AND MISSION SHARES AGENCY'S HOPE THAT AEC 
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WILL BE ABLE TO LOCATE SUITABLE EXPERT. ADVISE. PORTER 
UNCLASSIFIED 
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